GRP products can encompass a wide range of items across different sectors. GRP 
products widely used in the building and construction industry due to its versatility, 
durability, and lightweight properties. Here are some common GRP products used in 
building and construction. GRP Roof Kerb, GRP Doors. GRP Swimming Pools, GRP 
Control Panel Rooms, Tank, Gratings, doors, Ladder, planters, pergola roofing are 
the main products used in building construction fields. 


Roofing Sheets and Panels: GRP roofing sheets provide a lightweight and durable 
alternative to traditional roofing materials like metal or asphalt. They offer excellent 


weather resistance and can be molded into various profiles to suit different 
architectural styles. 


Cladding Panels: GRP cladding panels are used for exterior wall cladding in both 
residential and commercial buildings. They offer thermal insulation, weather 
resistance, 


and aesthetic appeal, and can be manufactured in different colors and textures. 


Doors and Windows Frames: GRP doors and window frames are lightweight, 
durable, and resistant to rot, corrosion, and weathering. They are commonly used in 
both interior and 


exterior applications in buildings. 


Facades and Architectural Features: GRP is used to create decorative facades, 
columns, cornices, and other architectural features in buildings. It allows for 
intricate 


designs and can be customized to match various architectural styles. 


Water Tanks and Pipes: GRP is often used to manufacture water tanks, pipes, and 
fittings for water distribution and storage systems. It is corrosion-resistant, 
lightweight, and has a smooth inner surface that prevents the buildup of bacteria 
and scaling. 


GRP roof kerbs, also Known as roof curbs, are structural components used in the 
installation of rooftop equipment, such as air conditioning units, ventilation systems, 


skylights, and other mechanical units. Novatec Trading & Contracting is a leading 
GRP Products manufacturing company in Qatar 


